BILL NO. S-11-01- 


SPECIAL ORDINANCE NO. S- 7^2 J- 7/ 


AN ORDINANCE approving contract with C & C/ 
BOHRER, INC, for Slope Protection, Storm Water 
Portion, Pond Number 1, Project R & D Grant 
#11020 GYU. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved June 23, 1971, between 
the City of Fort Wayne, by and through its Mayor and the Board of 
Public Works, and C & C/BOHRER, INC., for: 


Installation of rip-rap for Slope Protection, 
Storm Water Portion, Pond Number 1, Project 
R & D Grant #11020 GYU, 


for a total cost of $21,000.00, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 2005, which is by 
reference incorporated herein and made part hereof, is hereby in 
all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



/ / 



Read the first time in full and on motion by 



seconded by 


to the (Committee on) 


and duly adopted, read the second time by title and referred 
( and"" to t h er City Plan 


r-nmmi *1 *T' f''‘r a<-i on't — (and Public Hea p ing to - bo hold - affeor due — legal iiuLldi, 

J 1 ^ t-hf nuiiNL-il Chambeis. Ci CV Hail, corr Wavnti, I iidiaiia, on ■ — 

^ ■ he day of -d-9 — . at - n'rlnr -k. 


E.S.T -; 


Date : 


7- /3 - If 







City Clerk 

Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 



Passed hfcOST^) by the following vote: 

AYES ^ , NAYS P ABSTAINED , ABSENT to -wit: 

Adams tx 

Dunifon 

Fay 

Geake 

Nuckols ✓ 

Robinson . 

Rousseau 

Steigerwald 
Tipton 


Date 7- •>- 7 ~ 7 / 

City Clerk 







Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
lEnm'ng M ^p'> f n f A nnn n ti ^ " I | ' | ' ’ Ordinance ( Resolution) /U 3 -y/ 



Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the %S' 


day 



19 'ji at the hour of 3 o o'clock ^ .M. ,E,S .T. 





City Clerk 


Approved and signed by me this 




ay of 


at the hour 


of f) o'clock .M.jE.S.T. 



z 


^L'i 


.. 19 


2 /. 


Mayor 


Bill No. S-71-07-05 

REPORT OF THE COMllTTEE ON CITY UTILITIES 

We, your Committee on City Uti 1 i ti ee to whom was referred an Ordinance 

approving contract with C & C/BOHRER. INC, for Slope Protection. Storm Water 

Portion j Pond Number 1, Project R & D Grant #11020 GYU, 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 



JACK K . . D UIiirON, C hairman 


WILLIAM K. CEAKE, Vice-Chairman 

THOMAS G. ADAMS 

JOHN NIICKOLS 

HERBERT G. TIPTON 


PASS. 



CONCURRED IN 

DAT E 2 — FUAD G. BONAHOOM, CITY CLERK 


